INTERIOR 

ST. JOHN CATHEDRAL 

MILWAUKEE, WIS. 

Construction began in 1847. Cathedral com¬ 
pleted and dedicated in 1853. Destroyed by 
fire in 1935. Reconstruction completed in 1943. 
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